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Word === Definition 


dio 


to reduce the effect in a situation in 
which something is prevented from 
continuing in its usual way 


the central and most important part 
of an area for carrying passengers or 
goods from one place to another 

a vertical shaft in a building to permit 
the passage of an elevator or lift from 
floor to floor 
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minimise disruption 
(phr) 
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transport hub (n) 
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lift shaft (n) N 
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jump lift technology 
(n) 


an elevator system that uses a 
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building shaft during construction to 
move higher or ‘jump’ as the building 
gets taller, to allow shaft construction 
to continue at higher levels while the 
lift is operating in the same shaft at 
lower levels 

the place where a piece of equipment 
with moving parts that uses power, 
e.g. electricity to do a particular job is 
kept 

a beam anchored at only one end 


machine room (n) 


cantilever (n) 
loading platform (n) 


flush (adj) 


jacked up (phr) 
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quantity of something placed on it 


ele 
SY | SY 


) a flat structure built to have a large 


) if two surfaces are flush, they are at 
exactly the same level, so that the 
place where they meet is flat 


) the central part of something 


to describe when a heavy object is 
lifted off the ground using a special 
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piece of equipment that you put under 
the object to support it 
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